[SHORT NOTE] 


MENIMUS CROSBYI, ANEW NAME FOR M. CLARKEI WATT, 
1992 (COLEOPTERA: TENEBRIONIDAE) 


JGaAwWarr 


MANAAKI WHENUA LANDCARE RESEARCH NEW ZEALAND 


Recently it came to my attention that the New Zealand species Menimus clarkei Watt, 
1992 is a junior homonym of M. clarkei Kaszab, 1985 from Fiji. The new name Menimus 
crosbyi is proposed here for M. clarkei Watt. 


I would like to thank Dr T.K. Crosby for first bringing this homonymy to my notice, and 
J.W. Early for assistance with preparing this note. 
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